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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 02842 251708Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

130867 251804Z/41 

R 232238Z MAR 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1704 

UNCLAS CARACAS 2842 


PASS TO OED/MEPD, OIM, AND SIPS 

E.O. 11652: N/A 
TAGS: BEXP, VE 

SUBJECT: MAJOR PROJECT: ENEL YEN'S TWO 150 MEGAWATT POWER PLANTS 


REF: (A) CARACAS 2625,(B) CARACAS 2731 

1. PROJECT NAME: STEAM TURBOGENERATORS, ENELVEN, BID 78-DDG-01 

2. BRIEF DESCRIPTION: ENERGIA ELECTRICA DE VENEZUELA (ENELVEN) 

HAS ISSUED A CALL TO PREQUALIFY FIRMS FOR THE DESIGN, MANUFACTURE, 
SUPPLY AND INSTALLATION OF TWO 150 MEGAWATT CONTINOUS LOAD 
STEAM TURBOGENERATORS TO PROVIDE 60 CYCLE THREE-PHASE ELECTRICITY 
FOR PUBLIC POWER SYSTEM GENRATOR SHOULD BE HYDROGEN-COLLED. BASIC 
ACCESSORIES, CONDENSER AND COMPLETE TECHNICAL SPECIFICATIONS 
MUST ALSO BE SUPPLIED. INSTALLATION OF THE TWO UNITS AS A PACKAGE 
WILL BE REQUESTED AS AN OPTION: 

3. EXECUTING AGENCY/PROJECT MANAGER 

CA. A. ENERGIA ELECTRICA DE VENEZUELA (ENELVEN) 

CALLE 79 NO. 62A-54 (FRENTE HIPODROMO LA LIMPIA) 

URBANIZACION LOS OLIVOS 
MARCAIBO, ESTADO ZULIA, VENZUELA 

4. STATUS OF PROJECT/ANTICIPATED BID DATES: FIRM 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 CARACA 02842 251708Z 


INTERESTED IN PARTICIPATING IN THIS PROJECT MUST PROVIDE AN 
ORIGINAL AND COPY OF THE DOCUMENTS LISTED BELOW TO ENELVEN AT 
1500 HRS ON MAY 23, 1978 IN: 

CENTRO DE INGENIEROS DE ESTADO ZULIA 
AUDITORIO 

CALLE 63, ENTRE AVDA. 3C Y 2B 

URBANIZACION VIRGINA (DETRAS DE L HOSPITAL COROMOTO) 
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MARCAIBO, ESTADO ZULIA, VENEZUELA 
TEL. (061) 76713 AND 70060 

REQUIRED DOCUMENTS ARE: 

(A) A MANUFACTUER'S LETTEROF INTENT TO PARTICIPATE IN 
BID. 

(B) A CERTICCATION OF REPRESENTATION DULY LEGALIZED 
BEFORE THE CORRESPONDING VENEZUELAN CONSULATE IN THE 
COUNTRY OF ORIGIN, IN THE CASE OF FOREIGN 
MANUFACTURERS WHICH PARTICIPATE VIA A REPRESENTATIVE 

(C) DOCUMENTS OF INCORPORATION OF THE MANUFACTURER DULY 
LEGALIZED BEFORE THE CORRESPONDING VENEZUELAN 
CONSULATE IN THE COUNTRY OF ORIGIN. DOCUMENTS OF 
INORPORATION OF THE MANUFACTURER'S REPRESENTATIVE, IF 
APPLICABLE. 

(D) COPIES OF THE MANUFACTUER'S MOST RECENT BALANCE 
SHEET AND PROFIT AND LOSS STATEMENT DULY LEGALIZED 
BEFORE THE CORRESPONDING VENEZUELAN CONSULATE IN THE 
COUTNTRY OF ORIGIN, AND IF APPLICABLE, COPIES OF THE 
SAME DOCUMENTS FOR MANUFACTUERER'S 
REPRESENTATIVE. 

(E) EVIDENCE OF SATISFACTORY MANUFACTURE AND SUPPLY OF 
SIMILAR EQUIPMENT IN OPERATION WITHIN THE PAST THREE 
YEARS, PREFERABLY UNDER CLIMATIC CONDITIONS SIMILAR 
TO MARACAIBO, VENEZUELA, INCLUDING PLACE OF 
INSTALLATION, DATE, MAIN FEATURES, NAME OF TELEX 
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NUMBER OF FIRMS WHICH HAVE RECEIVED SIMILAR EQUIPMENT 
FROM MANFACTURER. 

(F) ESTIMATED TIME TO MANUFACTURE THE EQUIPMENT. 

(G) INFORMATION ON WEIGHT AND DIMENSION OF EQUIPMENT. 

(H) LIST OFPREFERRED SUPPLIERS OF : AIR PREHEATERS, 

CONTROLS, SOOT BLOWERS AND STRUCTURAL STEEL. 

(I) INFORMATION REGARDING SERVICE AND MAINTENANCE OF UNITS 
ONCE IN OPERATION. 

5. ESTIMAED PROJECT COST/FOREIGN CONTENT: SEE REF A. 

6. COMPETIVE FACTORS: N.A. 
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